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PART III 

Stores Purchase 


Indigenous Medicine Department 

RE-TENDER NOTICE 

No. S1/4826/12/AVC. 4th October 2012. 

Sealed competitive tenders are invited for the supply 
of FBR safe (Cash chest)—1 No. to the Pharmacy 
Department of Government Ayurveda College, 
Thiruvananthapuram for the year 2012-13, subject to the 
administrative sanction from the Government of Kerala. 

Tenders should be addressed to the Principal, 
Government Ayurveda College, Thiruvananthapuram. The 
last date of receipt of tenders will be at 3 p. m. on 
14-11-2012. The late tenders will not be accepted. The 
tenders will be opened at 3.30 p. m. on 14-11-2012 in the 
presence of such of the tenderers or their authorized 
representatives who may be present at that time. 

Intending tenders may on application to the Principal, 
Government Ayurveda College, Thiruvananthapuram to 
obtain tender forms on which tenders should be 
submitted. Application for the tender form should be 
accompanied by cash remittance of 416 (cost of tender 


form ' 400 + VAT ' 16) which is the price fixed for 
a form and which is not refundable under any 
circumstances. Tender forms are not transferable. Sale 
of tender forms will be closed at 1 p. m. on 14-11-2012. 
Cheque, Postal Orders, Demand drafts etc. will not be 
accepted towards the cost of forms. Those who wish to 
purchase tender forms by post shall send an additional 
amount ' 50 by Money Order to cover postal charges. 
Duplicate tender forms, if required will be issued at 
208 (cost of tender form ' 200 + VAT ' 8) per copy. 

Intending tenders should deposit an amount of 1% 
of the total cost quoted rate as Earnest Money Deposit 
by Demand Draft in favour of the Principal, Government 
Ayurveda College, Thiruvananthapuram together with 
an agreement in Kerala Stamp Paper worth ' 100 and 
Solvency Certificate. The rate quoted shall remain firm 
for acceptance till one year from the date of acceptance. 
The Principal, Ayurveda College, Thiruvananthapuram will 
have powers to postpone/cancel the tender. 











RDlrajrucDamnjjfflo cocusnSaany rarejoaj^eaira cBcftOGgeflaei 
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(Cash chest)—1 No. oilwiasmo gnayooiaaoialaS 

(olcmDjo 2131 , 3 ( 11^1 3 ( 3 ^£iooi) 3 <&>o 3 cMd 6 m 1 ijjfflca>oggjaT)j. 

650680 ( 3 ^<^ejo<Tujca)gjo rare) as 3 ( 8(5013 (Sc&oeges 
LrLilaScnilnjoglaa^ (S 2 K 53 ailejoai)( 5 i 3 ) 1(53 (aJG®),!)<s>o <ft>aio 1 ejo<e 0 l 
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Specification 

Overall dimensions: Height—660 mm. Width—530 mm. 
Depth—575 mm, with dual control lock, should be 
approved and listed by the Bureau of Indian Standards 
(BIS), ISO 90001:2000 & ISO 14000. 

Office of the Principal, 

Government Ayurveda College, (Sd.) 

Thiruvananthapuram. Principal. 


TENDER NOTICE 

No. S1/5772/12/AVC. 9th October 2012. 

Sealed competitive tenders are invited for the supply 
of models and charts for the Departments of Government 
Ayurveda College, Thiruvananthapuram for the year 
2012-13. The details of models and charts can be obtained 
from the office of undersigned. 

Estimate cost—' 7,00,000. 

Tenders should be superscribed “models and charts 
for the Departments of Government Ayurveda College” 
addressed to the Principal, Government Ayurveda College, 
Thiruvananthapuram. The last date of receipt of tenders 
will be at 3 p. m. on 14-11-2012. The late tenders will 
not be accepted. The tenders will be opened at 3.30 p. m. 
on 14-11-2012 in the presence of such of the tenderers 
or their authorized representatives who may be present 
at that time. 

Intending tenderers may on application 
to the Principal, Government Ayurveda College, 
Thiruvananthapuram to obtain tender forms on which 
tenders should be submitted. Application for the tender 
form should be accompanied by cash remittance of 
1,456 (cost of tender form ' 1,400 + VAT ' 56) which 
is the price fixed for a form and which is not refundable 
under any circumstances. Tender forms are not 
transferable. Sale of tender forms will be closed at 1 p. m. 
on 14-11-2012. Cheque, Postal Orders etc. will not be 
accepted towards the cost of forms. Those who wish to 
purchase tender forms by post shall send an additional 
amount ' 50 by money order to cover postal charges. 
Duplicate tender forms, if required will be issued at 
728 (cost of tender form ' 700 + VAT ' 28) per copy. 

Intending tenderers should deposit an amount of 
7000 as Earnest Money Deposit by Demand Draft in 
favour of the Principal, Government Ayurveda College, 
Thiruvananthapuram together with an agreement in Kerala 
Stamp Paper worth ' 100. The rate quoted shall remain 
firm for acceptance till one year from the date of 
acceptance. The Principal, Ayurveda College, 
Thiruvananthapuram will have powers to postpone/cancel 
the tender. 
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Office of the Principal, 

Government Ayurveda College, (Sd.) 

Thiruvananthapuram. Principal. 

TENDER NOTICES 

(1) 

[No. 22/2012-13] 

No. A2/1696/12-ACK. 24th September 2012. 

Sealed tenders are invited for the supply of 
Lab Equipments & Chemicals required for Government 
Ayurveda College, Kannur for the financial year 2012-13. 

Estimate Cost—' 5 lakhs. 

Tenders should be superscribed as “Tender for the 
Supply of Lab Equipments & Chemicals required for 
Government Ayurveda College, Kannur, Pariyaram for 
2012-2013” and addressed to the Principal, Government 
Ayurveda College, Kannur, Pariyaram. Last date of receipt 
of sealed tenders to this office is 8-11-2012 at 3 p. m. Late 
tenders will not be accepted. Tenders will be opened 
at 3.30 p. m. on 8-11-2012 in the presence of such of the 
tenderers or their authorized representatives, who may be 
present at that time. 

Intending tenderers may, on application to the 
Principal, Government Ayurveda College, Kannur, Pariyaram 
obtain the requisite tender forms on which tenders should 
be submitted. Application for the tender form should be 
accompanied by a cash remittance of ' 1,000+5% VAT, 
total ' 1,050. Postal charge of ' 50 should be added if 
the forms needed by post. The price fixed for a form/set 
of forms is not refundable under any circumstances. 
The tender forms are not transferable. Sale of tender 
forms will be started at 10 a. m. on 15-10-2012 and will be 
closed at 3 p. m. on 31-10-2012. Demand Draft, Cheques, 
Postal Order etc. will not be accepted towards the cost of 
forms nor will be forms be sent per V. P. P. Duplicate 
tender forms if required will be issued at ' 500 + 5% VAT, 
total 
525. Postal charge ' 50 should be added if the 


forms needed by post. A preliminary agreement as 
per Appendix XVII on Kerala Stamp Paper worth ' 100 
together with an EMD of 1% of the total amount quoted 
should be attached with the tender form by way of 
Demand Draft/Postal Order. Further details can be had 
from the College Office during the office time. 
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(.oJ85)1a)1u)1cag36)SCB(mo cruocml rai)^ ai85)1a53 3(3neiom)3<ft,(/3 
8-11-2012-0D 6)6)oida3Gor>a>o 3.30 256tt)1c 86) anjo^jcmanocmlsilcoeijo. 

B^oeiOOU Ga£5 008585)16)0$ Oll£J ' 1,000 + 5% 2) J £1^01 (3 (31)185) 
OOldftqtDfl, (313)6)dft, ' 1050. GtiOOOo 85) rU 0 £l1853 £ie1d36)OCl3 

oi1ejGcmo6)SOn_|o ' so ore cjdI <ft, 25 o cml ta 6 ml a o (3 cuo (3 

(3T5C32X32>Gc96)6ng85)06n). B(3n£10«i) Gci£5008)85)l6)C$ Qll£J 0)1oail85)013o 
aajl^eijo anlsil^ ci)853ca>oa585)85)32i06ii). 3c3<^eioou 2i6)goa>og36)s 
GnJ8)lGeic06) 2)ogooi3cma5)ei. 3(3<^eioou Ga£50252<ft,g36)s oMryo) 
goD aonolmilasS 15-10-2012 oooiloei 10 2)6rr)1 21385)858 

(3rd) 8)0 el < 06 ) 301)85530 31-10-2012 6) 6) Oita 3 GOT) fflo 3 2)6I))1c06) 
(3TdOJOUOO)1d36)3Cm85)32506Tf>. 6 )ilcft 6 ), GoJOOUCSS 6)0(3CU)(3, 01)125003" 
(.OJDOoOO 85)3S63BlcmOJ C11)l1dft,a>1c96)20))a5)£J. Gci£50253tau3 Oll.rJI.njl. 

rarajcml rata qq> ctu ces)3cmasiei. 01 ) 3,3 Ml G<B6)g g 00025 3 a, c/3 

(313)01083,6)2)^1853 ' 500-0) (500 + 25 253013,01(3(11)185) 0)lca3 85)1, 

rai3)6)ca ' 525 ) eje1c06)3cma5)O6if>. (Gaoooo anoJoeilasS eie1c96)oo3 
Ojl£1G<m06)S0n_|o ' 50 (313 U)1 <a 2 ) 0 (ml (313 <m cm G <06)61)385) 061)3.) 
njjfflinjiiy 3 ^ c+U 0 01)1 6 ) 0) 0 n_j o G 8 ) 6 U 6 ) nj S 3 8585)1 CO) 6)2108)85)0 

85)3<acm36)s 1% O)1oa5)(.30j^oi3o ' ioo-6)o 3 2i3(.3nj(.®)raro)l853 

(.nJOLn25lca n^)(.0)16)a0830 01)a(3rylGc96)61)385)06D) . ca3S 3 85)853 
011 018) 6313 o3 GAOGgS 6i 0 n£51 01)18)3 OllOTOJo (.nJ Ol 3,8585)1 

oi)acm63Bglai3 C3i3ol<mooi30))a5)06n). 

( 2 ) 

[No. 23/2012-13] 

No. A2/1214/12-ACK. 26tli September 2012. 

Sealed tenders are invited for the supply of Modern 
Lab/Hospital Equipments & Machineries required for Gov¬ 
ernment Ayurveda College, Kannur for the financial year 
2012-13. 

Tenders should be superscribed as “Tender for the 
Hospital Equipments & Machineries for Government 
Ayurveda College, Kannur, Pariyaram for 2012-13” and 
addressed to the Principal, Government Ayurveda College, 
Kannur, Pariyaram. Last date of receipt of sealed tenders 
to this office is 8-11-2012 at 3 p. m. Late tenders will not 
be accepted. Tenders will be opened at 3.30 p. m. on 
8-11-2012 in the presence of such of the tenderers or 
their authorized representatives, who may be present at 
that time. 


List of Items 


Intending tenderers may, on application to the 
Principal, Government Ayurveda College, Kannur, Pariyaram 
obtain the requisite tender form on which tenders should 
be submitted. Application for the tender form should be 
accompanied by a cash remittance of ' 5,000+5% VAT, 
Total ' 5,250. Postal charge of ' 50 should be added if 
the forms needed by post. The price fixed for a form/set 
of forms is not refundable under any circumstances. 
The tender forms are not transferable. Sale of tender 
forms will be started at 10 a. m. on 15-10-2012 and will be 
closed at 3 p.m. on 31-10-2012. Demand Draft, Cheques, 
Postal Order etc. will not be accepted towards the cost of 
forms nor will the form be sent per V. P. P. Duplicate 
tender form if requested will be issued at ' 2,500+ 5% 
VAT, total ' 2,625. Postal charge ' 50 should be added if 
the forms needed by post. A preliminary agreement as 
per Appendix XVII on Kerala Stamp Paper worth ' 100 
together with an EMD of 1% of the total amount quoted 
should be attached with the tender form by way of 
Demand Draft/Postal Order. Further details can be had 
from the College Office during the office time. 
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SI. 

No. 

Name of Item 

Qty- 

(No.) 

Rate 

Amount 

(1) 

(2) 

(3) 

(4) 

(5) 


I Radio Frequency Generator 1 

High frequency output of 4 MHz, 
Bipolar and monopolar, time 
selection at various levels. Stand 
for fixing the unit. 

Standard accessories: 

Hand piece (long & short) (A 01 & A 02) 
Foot Switch (A03). Patient plate (A04). 
Power cord (A05). Electrode sets 
(A06) (E03a,E03b,E07,E08,K02,K04, 
JO5,J02,EO9,C 10)]. Cover for main 
unit (A07). Bipolar adapter 109. 
Bipolar forceps & cable. Electrode 
holder (1 No. each). 

Gynecology Electrodes: 

F02-W 10mm x 1.25 mm—2 Nos. 
F02-W 15mm x 1.10mm—2 Nos. 
F02-W 15mm x 1.25mm—2 Nos. 
F02-W 17mm x 1.17mm—2 Nos. 
G02-fine 20 loop—2 Nos. 

G03-fine 25 loop—2 Nos. 

H02-fine W 20mm x L18mm—2 Nos. 
H03-fme W 20mm x LI 8mm—2 Nos. 

Dermatology Electrodes: 

CIO-insulated coagulation 
Electrode—2 Nos. 

E01 Bended semi ball, coagulation 
to 5mm depth—2 Nos. 

E 06 Spire, micro coagulation—2 Nos. 
E04-Bended Ball (L90)—2 Nos. 

K 05-Regular fine 12 loop—2 Nos. 
BS 2510-0.15 wire—2 Nos. 

BS 3512-0.15 wire—2 Nos. 

BS 5025-0.15 wire—2 Nos. 

D01 superfine W2 L10 oval loop 

(straight)—2 Nos. 
D02 superfine W2 L10 oval loop 

(Bended 45")—2 Nos. 
N04-Fine L8 oval loop—2 Nos. 

Proctology: 

T16 insulated Bipolar Electrode for 
Hemorrhoid (Internal coagulation) 
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General Surgery: 1 Box (11 Nos.) 

Electrode Sets (A06)(E03a, E03b, 

E08, E07, 

K02, K04, J02, E06, E09, CIO) 

Hand piece (long & short) 

(A01, A02)—1 No. each 
Patient plate (A04)—1 No. 

Internal vaccum Generating 
unit—1 No. 

II Five Parameter Patient 1 1,00,000 1,00,000 

Monitor 

High resolution 10.4” TFT 
colour display 

Standard configuration of ECQ 
Resp, Sp02, NIBP, Temp 
Deng dose calculation/HRV 
analysis/oxy CRG 
Arrhythmia detection 
50 days trend 
3-lead/5-lead monitoring 
Alaem event review-crisis & 
warning 

Full pacameter storage function 
while power off 
Pacemaker dectection function 
Built-in three channel thermal 
recorder-optional 

Display of 8 waveforms; including 
4 ECG wavefaims display : customed 
waveforms display order 
With stand, fac keeping the machine 

IE Multi Channel ECG Recorder with 

Tiltable Screen 1 1,00,000 1,00,000 

Simultaneous 12 channel ECG 
recording with 12 lead 
simultaneous acquisition. 

5.7" high resolution foldable screen 
QWERTY alphanumeric keyboard 
Built-in ECG parameter measure¬ 
ments and interpretotion 
Print mode: Pee sample/real time 
sample/arrhythmia Triggered sample 
Up to 100 ECG & in internal memory 
Supports external archiving: USB drive 
for vietually unlimited ECG data storage 
Built in Rechargeable lithium ion battery 
Data transmission to PC (Optional) 

Trolley for keeping the machine 


IV Oxygenator 1 70,000 70,000 

Shorter setup and testing time 

Pressure swing absorption technology 
Dual audio alarm system 
Portable, User-friendly, safe, quiet 
and reliable 

Oxygen monitoring system (OMS)— 

Optional 

Unique water trap mechanism 
Front panel access to reset switch 
Duel oxygen outlet with nebulizer 

V Foetal Monitor 1 1,30,000 1,30,000 

12 .1” high revolution colour 
TFT display with tiltable screen 
Standard configuration: FHR, TOCO, 

Foetal movement 

Dynamic data save 

Display the monitoring information 

of last 25 hours 

Special high sensitive water tight 
Probe 

Data storage with play back print 
facility 

Low ultra sound power, safe on 
foetus 

Automatic Foetal movement 
detection with event marker 
Central monitoring system 
software (Optional) 

Thermal printer 

Built in rechargeable Li-ion battery 
With stand for keeping machine 

VI Defibrillator 1 1,30,000 1,30,000 

L 5 sec. to charge to 360 J with 
battery 

100 charge/discharge of 360 

J with fully charged new battery 

Event recording 

Thermal printing 

LCD for sharp bright non fade 

display 

With trolley for keeping machine 

VH Colonoscope with Video facility 1 9,70,000 9,70,000 

Length—1650 mm 
Insertion tube—13.0mm 
Instrument Channel—3.2mm 
Bending section u/d 180°, r/L160° 

Field of view—140° 

Direction of view—0° 

Depth of field—EEL—EVC 11-32L 
Video—Processor C2 P10 
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Light source with air 
insufflations—2 x 250w 
Halogen 

Power Supply—220 V/50 Hz 
Dimension (B x H x T) 

380 x 170 x 400mm 
Weight—10kg 
Signed Out put—2xBNC 
(composit) lx S-video (Y/C) 

Monitor:TFT active LCD 
Resolution—(H x W) 1280 x 1024 
Protection glass IP x 1 
High brightness, high contrast ratio 
Remote Control, 178° viewing 
angle 

HD output VGA (RGB, SYNC) 
input 

HD covert to DVI input 

lx zoom, 2 x Zoom, 1 to 1 display 

Aspect—5 : 4 and 4 : 3 freeze 

function 

Trolley 

Voltage Stabiliser 

Department of Salakyathantra 

I Audiology Unit 

(a) Sound Proof booth 1 

(b) Diagnostic Audiometer 1 

AD 22 9B 

II Simple Ophthalmic Operating 1 

Microscope CARL-ZEISS F170 
OPMI-I-FR 

IH High Adjustable Operation Table 1 

with Foot Step 


Office of the Principal, 
Government Ayurveda College, 
Kannur, Pariyaram. 


(Sd.) 

Principal. 






